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SUBJECT: SUPPLY BULBS EXTERIOR SECURITY LIGHTING 

1 POST HOSTING CENTRAL AMERICAN COM AND USAID DIRECTOR'S 
MEETING FROM MARCH 13TH TO 15TH. BULBS FOR SECURITY LIGHTING 
STILL NOT RECEIVED AND ARE NOT AVAILABLE LOCALLY. FOR INITIAL 
INSTALLATION THE FOLLOWING ARE URGENTLY REQUIRED. 

2. TEN ONLY 250 WATT MERCURY VAPOR LAMPS FOR WESTINGHOUSE 
OV-15 LUMINARIES. 

TEN ONLY 250 VOLT PHOTO-CELLS FOR ABOVE. 

ONE ONLY GLASS COVER FOR ABOVE. REQUEST SHIP ABOVE AIR. 

3. PLEASE FURNISH NAME AND SUPPLIER SO SPARE SUPPLY CAN BE 
ORDERED BY POST. 

SHELTON 


LIMITED OFFICIAL USE 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRFI 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANAGU00894 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: MANAGUA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740358/aaaacbto.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ACTION FBO 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRFI 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 SEP 2002 by martinml>; APPROVED <18-Sep-2002 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SUPPLY BULBS EXTERIOR SECURITY LIGHTING 
TAGS: ASEC 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



